METHODS OF DISTILLATION AND DISTILLING APPARATUS.

For the distillation of large quantities in a large number of
individual retorts or stills, larger cupil furnaces after the manner
of the so-called "galley furnaces" appear also to have been in
use. The illustrations and de-
scriptions of these in some of the
treatises on distillation of the
16. century represent no doubt
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more the possibility than the realization of perfection.   The illus-
trations of these furnaces were transferred from one distilling
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book to another, but the furnaces themselves probably have not
been generally used in practice. Among others they are tho-
roughly described in the text and reproduced by illustrations in
the works of Matthiolus and of Lonicer previously mentioned.
They are built either in the shape of a terrace (fig. 33), or of a